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An Opportunity for 


Too often a job under construction bears only the 
contractors пате, and perhaps products used. Some- 
times there is no name of the architect or else the 
name is so small that it cannot be readily read by the 
passer by. Doesn't the architect owe it to himself and 
his profession to let people know that ап architect 
designed the job? Good public relations might be said 
to start with the actual work of the architect. 


Е. В. Stapleford & Sons Inc. (publishers of OHIO 
ARCHITECT) are in a position to offer through the 
DAVIDSON ENAMEL PRODUCTS INC., of Lima, O,, 
the above durable sign made of porcelain enamel with 
your signature or that of your firm, This at the LOW 
COST of $5.15 (including tax) per sign. 


This sign is made of 16 gauge steel and in three colors 
as shown above. It is 47 inches wide by 29 inches high. 
The actual cost if bought otherwise would be between 
$25 and $30. There is a limited time for the offer. 


DAVIDSON ENAMEL PRODUCTS INC., do not 
specialize in the manufacture of signs but rather archi- 
tectural porcelain enamel. However, they feel it to be 
to their advantage for AIA Ohio architects to have a 
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AIA Ohio Architects 


sign made by them. Then he will be the judge of 
their work. 

Ohio AIA architects order from nearest concern. A 
full size template of the name (to be reproduced as 
sent) should accompany each order. The name space 
limitation is 4534” wide by 11” high. 

Checks or money order made to Davidson Enamel 
Products, Inc., Lima, O. Signs shipped FOB Lima. 


Perhaps your signature on this sign would 
look better than mine. Onnie Mankki, AIA. 


Eastern Ohio: 
The R. L. Wurz Co. 
1836 Euclid Ave. 
CHerry 1-7830, Cleveland 15. 


Western Ohio: 


Architectural Porcelain, Inc. 
432 Dominion Bldg. 
Phone 41791, Lima. 


(Neither E. B. Stapleford & Sons Inc., or Davidson Enamel Prod- 
ucts Inc., make a profit on these signs.) 
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Save Time and Money with 


Precast Concrete Structural Units 


Precast concrete structural members 
enable the architect and engineer to 
effect many construction economies. 
Forming is simplified because all the 
work is done on the ground. 
Forms can be reused many times, 
thus avoiding duplication and re- 
ducing time, labor and materials. 
Reinforcement can be handled and 
positioned easily and quickly. 
If the design calls for ornamenta- 
tion, molds can be placed conveni- 
ently, then stripped and used again. 
5 Mixing, placing, vibrating and cur- 
ing operations can be readily con- 
trolled to produce a high-quality con- 


crete, uniform surface textures and 
attractive appearance. 

Centering precasting operations in 

one place and casting several differ- 
ent units simultaneously permits ‘‘as- 
ѕетЫу-іпе” efficiency and economy. 

If wide spans are needed, structural 

elements or assemblies can be pre- 
stressed on the site. 

If tilting operations are needed, 

small crews can do the job. The pre- 
cast units can be held in place with 
simple bracing. 

If you desire more information, send 
for free literature. It is distributed only 
in the United States and Canada. 


Photos are construction scenes at St. Louis Produce Market. The concrete 
floor of the two 114 x 1235 ft. one-story buildings was a giant casting 
platform (center). Precast concrete wall panels were tilted into place (bottom). 
More than 23 miles of precast concrete joists went into the roof (top). 
L. Roy Bowen & Associates, of St. Louis, were the architects and engineers. 
Robinson Construction Company, of St, Louis, was the contractor. 


PORTLAND 


CEMENT ASSOCIATION 


50 W. Broad St., Columbus 15, Ohio 


A national organization to improve and extend the uses of portland cement and 
concrete through scientific research and engineering field work 
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Vertical style for use wherever 


LOOK TO 
for the COMPLETE LINE е 
OF VENTILATORS 


Durable metal louver ventilators by Donley are designed Triangular ventilators are made in 
for fast installation . . . reduced building costs. Flange with а variety of roof pitches. Larger 
nail holes permits quick attachment to frame or brick con- capacity two piece types (4x12 and 

с 5 А 5x12 roof pitch) are also available. 
struction ... no wood trim is needed. 


Donley attic ventilators are available in steel or aluminum 
construction, all electrically welded for strength and dura- 
bility. Steel units have baked-on paint finish. All have 
definite and fixed free air opening. 


Louvers sloped 33” from vertical and turned at top provide 
protection from rain and snow. Lower edge of bottom 
louver extends below the frame to carry drip away from 
wall. Ventilators have aluminum insect screen. 


Half-cirele style mokes handsome 
appearance in the gable. Has 116- 
square inch free area, 


These high-quality ventilators are furnished in sizes and 
types to meet any ventilating need . . to suit any 
architectural style. In addition to the types shown, the 
complete Donley line includes roof ventilators for hip roofs, 
brick vents and a variety of foundation ventilators. 


Look to Donley for all your ventilator requirements. 


Write today for literature 


BEB Bee 
The quarter-circle ventilators are 
used in pairs on either side of a 
chimney. Quarter-circle size allows 


1940.08 ТНЕ DONLEY BROS. COMPANY 56 square inches for air passage. 


13972 MILES AVENUE 0 CLEVELAND 5, OHIO 
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Ohio State Building Code Revision 
John W. Hargrave AIA 


President, Architects Society of Ohio 


Progress and Support 


Last month on this page you read of efforts being made by an 
Inter-Society Committee of Ohio architects and engineers to determine 
what move would be made by our state government to revise the Ohio 
State Building Code. We are happy to report continued progress and 
support in this effort. 


Members Inter-Society Committee 


On April 19 members of the Inter-Society Committee, together with 
representatives of labor and industry, met with The State Board of 
Building Standards in Governor Lausche’s office. Director of Industrial 
Relations Margaret Mahoney and Highway Director Samuel Linzell met 
with the group. Governor Lausche reviewed the present status of the 
building code with the Board of Building Standards, heard the state- 
ment of the committee as presented by Chairman Huff, asked for com- 
ments from labor and industry representatives, and was given assur- 
ance that all parties interested were willing to cooperate to work out 
needed improvements in the law. The governor made it quite clear to 
all present that he expected action, and that he considered it the duty 
of all to find means for better housing and schools at lower construction 
costs. 


Clearing House 


Now that the Department of Industrial Relations is about to employ 
a technically-qualified person to work on improvements in the existing 
building codes, it becomes the opportunity and the obligation of all 
qualified persons, be they architects, engineers, manufacturers, builders, 
or skilled craftsmen, to call to the attention of the appropriate state 
agency any feature of the present law which is out-dated or unduly ex- 
pensive. To act as a clearing house in that respect, each of the six 
chapters of The American Institute of Architects located in Ohio is 
prepared to act as a gathering agency for suggestions presented by 
members and non-members alike, forwarding them to Columbus after 
grouping them by general subject matter for better use and review. 


Your Help Needed—Now 


Much of the material and the vast volume of correspondence which 
The Ohio Program Commission received regarding its version of a 
building code will be available to the new code writer, but comments 
and suggestions regarding specific problems based upon past experience 
will be of far greater usefulness than theoretical suggestions. So please 
do not delay another day; put down your suggestions now AND FOR- 
WARD THEM FOR ACTION. 
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O suites rented 


70 suites planned, 


THE BUILDER 


William A. Rhodes and architect Michael G. Boccia 
have a habit of making realty news in Cleveland. 
Rhodes is the first Ohio builder to offer St. Charles 
steel kitchens in color. Each suite in the Rhodes- 
Boccia development has a concealed TV roof anten- 
na. The vinyl laminated wall covering used in every 
kitchen and bathroom is not even on the market yet. 
It will not chip, scratch, stain. 


THE PROJECT 


Fairlawn Commons is at West 223rd and 
Lorain in Fairview Park. It will be com- 
pleted іп 1955 ata total cost of $2% million. 
First 30 suites were rented before construc- 
tion started. Seventy suites now оп blue- 
prints are rented and there’s a long wait- 
ing list. Rental range: $100 to $185. 


THE TENANTS 


show a community spirit that is unusual in rental 
developments. Builder sponsors parties for tenants, 
provides recreational facilities. Mrs. George Cayce, 
one of Fairlawn’s first tenants typifies tenant attitude: 
‘We feel completely at home here. Suites are modern 
and comfortable—everything’s planned for conven- 
ience. My built-in electric oven is a good example.” 


before they were built... 


they’re rented now! 


THE ATTRACTION Builder Rhodes and Architect Boccia believe the secret to their rental 


success is shown here. We want our kitchens to be something spe- 
cial,” Rhodes says. We've found that the kitchen influences more 
renting decisions than any other room in the suite. And there’s a 
definite preference for all-electric equipment. To the great majority 
of renters, electric means modern. They take one look at this kitchen 
and we don’t have to say much. It sells itself.” 


As the rental market becomes more competitive, a development like Fairlawn Commons 
stands out like a beacon light for every builder, owner, and architect in the area. Fair- 
lawn proves that people will wait to get what they want. They will pay for new features, 
extra conveniences, And realty men like Bill Rhodes and Michael Boccia have found 
that electric cooking is what the modern tenant wants in the modern suite. Proof: In 
1953, Greater Cleveland apartment* builders specified Electric Ranges more than 8 to 1 
over all other types. 


ELECTRIC RANGES CAN HELP YOU rent and sell the units you design, build or own. For 
further information, call The Hluminating Company's Residential Sales Department, 
CHerry 1-4200. There’s no obligation, of course. 


buildings having more than four rental units. 
ATION ) 


ALWAYS АТ YOUR SERVICE IN THE BEST LOCATION IN THE N 


Rely On and Specify with Confidence 


THE COPPERMATIC 
Automatic GAS WATER HEATER 
TEN-YEAR WARRANTY 


The New RHEEM Coppermatic 
Automatic GAS WATER HEATER 


with its tank of pure copper inside a tank of steel — adding years 
of service and priced for popular demand. The costly high re- 
placement rate for automatic storage water heaters, due to the 
natural corrosive action of pure water on most metals, is cut 
dramatically, by the revolutionary new Rheem COPPERMATIC 
water heater. 


With a completely new design — a tank of pure copper inside a 
tank of steel resists water corrosion many years longer than This new Coppermatic Rheem 


ordinary heaters and stops rust completely. O RAL pale ИШЕ teal 


A product of Rheem Manufacturing Company of New York City, ee атн, ог. АӨ, 


world’s largest manufacturer of automatic storage water heaters. STEEL FOR STRENGTH 


DISTRIBUTED IN OHIO BY 


STERN BROS. PLUMBING SUPPLY CO. THE MUTUAL MFG. & SUPPLY CO. 
733 WOODLAND AVE., CLEVELAND 3286 SPRING GROVE AVE., CINCINNATI 


THE PALMER DONAVIN МЕС. CO. 
575 OLENTANGY RIVER RD., COLUMBUS ® 674 NORTH UNION ST., LIMA 
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Louis H. Sullivan Architect 


Whole or Fragments 


Perry E. Borchers, Jr. AIA 


School of Architecture and Landscape Architecture, 


Ohio State University 


Five mounted groups of architectural terracotta orna- 
ment designed in 1917 by Louis H. Sullivan are now 
disposed in the rooms and corridors of the School of 
Architecture and Landscape Architecture of the Ohio 
State University. As individual pieces they are rep- 
resentative of the highest peak of development of 
American terracotta and inspirationally they are a link 
between a sensitive and original American architect and 
the student generation of future Ohio architects. They 
are timely acquisitions in view of the growing concern 
for a new ornament which will humanize the austere 
lines of modern building. 


Not Come from Rubble 


This ornament has not come from the rubble and 
demolition of a once-handsome building, and therein is 
the greatest source of satisfaction to the School of Archi- 
tecture and Landscape Architecture of Ohio State Uni- 
versity. Finding the ornament was incidental to a project 
to use the architecture of Ohio to develop the sensibili- 
ties and architectural appreciation of student architects. 
Though the project began with the photography of 
exceptional buildings throughout Ohio, it is evident 
that the only complete way to develop student and 
professional sensibility is before and within actual, 
exceptional architecture. It becomes the concern of the 
School that buildings which could serve as inspiration 
and example be preserved, not incompletely in photo- 
graph and drawing, but actually in structure. Louis 


PHOTO BY PERRY Е. BORCHERS, JR., АА 


Sullivan’s ornament is a trophy of the School’s part in 
the preservation of one exceptional building. 


In 1917 Louis H. Sullivan Designed 


In 1917 Louis H. Sullivan, architect, designed the 
Peoples Federal Savings and Loan Association build- 
ing in Sidney, Ohio. This was long after his successful 
practice with Adler in the early days of the Chicago 
skyscrapers. For years his chief commissions had been 
a series of small midwestern bank buildings in his own 
original style so much in opposition to the classicism 
and eclecticism that prevailed following the Chicago 
World’s Fair of 1893. Seven years after this design he 
was to die destitute with the Autobiography of an Idea 
as his last work. Yet nothing of his personal tragedy 
appears in his design in Sidney, there is no embittered 
prophetic unbalance, the building is a lovely and unified 
work, “the finest of all the bank buildings designed by 
Sullivan, and one of the outstanding works of his whole 
career” according to Hugh Morrison, his biographer. 
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You can sell new homes faster 
with Frigidaire Equipped Kitchens 


Deluxe Model RT-38 — only 30 inches wide, 
yet its Giant Thrifty Oven holds six pies. Has 
Imperial Cook-Master Oven Control, Two- 
Speed Electric Time-Signal, Oven Signal- 
Light, full-width Fluorescent Cooking-Top 
Lamp, Automatic Appliance Outlet, Radian- 
tube 5-speed Surface Units, Oven Interior 
Light, Full-Width Storage Drawer, Lifetime- 
Porcelain finished cabinet, top and oven, 


Only the FRIGIDAIRE THRIFTY-30 puts all this big range 
quality, convenience, capacity into modern compact kitchens 


This is the size range —first introduced 
by Frigidaire —that’s really made for 
today’s building plans. Without sacri- 
ficing anything, all the plus features 
of a full-sized electric range are fitted 
into just 30 inches of width. Full-width 
giant oven roasts a 30-1Ь. turkey with 
room to spare. Imperial Cook-Master 
Oven Control on De Luxe Model turns 
oven оп... cooks food at right tem- 
perature for correct time . . . turns it 
off . . . signals meal is ready. Other 
features include waist-high Broiler, 
four fast-heating Radiantube Surface 
Units with five accurate heat choices 
and Lifetime Porcelain finish inside 
and out. Available in two models — 
RT-30 and Deluxe RT-38. 
Landlords have also found that the 
Frigidaire Apartment - Sized Range, 
only 21 inches wide, is a great boon 
in helping rent new apartments. The 


complete line of Frigidaire ranges in- 
cludes 12 models—in 21, 30 and 40- 
inch widths. 

A Frigidaire Range is just one of the 
many kitchen appliances that most 
prospective home buyers can include 
in their mortgage payments today. To 
anticipate this desire for appliances, 
more and more architects and builders 
specify Frigidaire equipped kitchens 
in their plans in order to 5е the homes 


they build much faster. 


For complete details contact 
Frigidaire Sales Corp., 1729 Е. 22nd 
St., Cleveland, Ohio, CHerry 1-4120 
or the Frigidaire Sales Corp., 3555 
South Kettering Blvd., P.O. Box 
597 Far Hills Station, Dayton, 
Ohio, Phone Oxmore 8511, 


FRIGIDAIRE Appliances 
е BUILT AND BACKED BY GENERAL MOTORS 


Refrigerators * Electric Ranges 


Home Laundry Equipment +» 


Electric Water Heaters 


. 


Air Conditioning - Food Freezers 


Electric Dehumidifier 


Worthwhile to Visit and Study 

It is worthwhile to visit and analyse this building. 
Color is the first attraction of the Peoples Savings and 
Loan Association building. Verde antique marble base, 
mottled green, brown, gold and pale orange terracotta, 
variegated shades of turquoise blue glass mosaic and 
translucent glass, and the deep red background of tap- 
estry brick form a harmony which is soft, rich and 
luminous. The ornament of the building is Louis Sul- 
livan's unique “organic” foliage and “inorganic” crystal- 
line geometry, conceived and executed with an art and 
skill which cannot be duplicated. Though his terracotta 
ornament was designed to be pressed repeatedly from 
the mold there is a richness to each piece which repi- 
tition cannot make dull. The hexagonal designs of the 
cornice please the eye whether the gaze is fixed on one 
or sweeps along the bank of ornament. In a baroque 
way the corbels of the semi-circular arch and the orna- 
mental brooches of the side wall place a seeming load 
upon the window voids of the corner offices, uniting 
these necessary perforations with the rest of the exte- 
rior design. 

Interior a Revelation 

The interior is a revelation in design. There is a flow 
of space and light from the high windows of side wall 
and ceiling down to the banking room floor between the 
steel grey oak lintels and the counter tops of tellers’ 
cages and offices which surround the banking room. 
Bronze wickets in large frames of plate glass were used 


in contrast to the heavy metal defenses surrounding the 


The 
Perry Е. Borchers, Jr., АТА 


tellers which were common in 1917. Behind a plate 
glass wall at the far end of the banking room the vault 
door is swung open to lie on axis with the center of 
the room. The polished steel and brass of this great 
circular mechanism is in extraordinary harmony with 
the architecture of the room. 


Completely Air Conditioned 

The building is completely air conditioned, with all 
air taken into the building through a water bath which 
is still in operation after 36 years. Only the entrance 
doors open in a building which is hermetically sealed 
with double walls and doubled windows and skylights. 
The major lighting is indirect with sources clustered in 
bronze vases upon pylons at the corners of the banking 
room. These pylons also contain the supply ducts of 
the ventilating system. 


Gilbert Coddington, AlA—Columbus 


Last autumn Mr. Gilbert Coddington AIA, architect 
of Columbus, informed the School of Architecture and 
Landscape Architecture that an extensive remodelling of 
Louis Sullivan’s bank building in Sidney was being con- 
sidered. The School organized a tour for the third year 
students in architectural history to see the building and, 
incidentally, to publicize the School’s opinion of the 
quality of the building. An article on the building was 
prepared for local newspapers. In Sidney the university 
group met two people most interested in the preserva- 
tion of the building, Mr. Paul Kemper, secretary of the 


Author 


bank, and Mr. Ferd Freytag AIA, architect, Sidney, who 
had been holding the proposed remodelling to a general 
raising of interior illumination. Mr. Freytag conducted 
the group through the bank building, and in the base- 
ment the group discovered duplicates of the terra- 
cotta ornament of the building, pieces which had been 
rejected for minor flaws and stored there for 36 years. 
Mr. Freytag proposed, the School requested, and the 
bank approved that this ornament go to the School of 
Architecture and Landscape Architecture at the Ohio 
State University, 


Ornaments Presented 


The student chapter of the АТА and Alpha Rho Chi 
fraternity mounted the ornament for a formal ceremony 
at which officers of the Peoples Federal Savings and 
Loan Association presented the ornament and Dean 
Gordon B. Carson of the College of Engineering ac- 
cepted the gift on behalf of the School of Architecture 
and Landscape Architecture. 


Now on Display 


The ornament which is now on display in the School 
and the increased appreciation in Sidney for the in- 
spiring building beside the courthouse square are both 
sources of gratification. There is much to be done of this 
nature to arouse in school, profession and community, 
a common appreciation for architectural quality. 


Note reference to Louis Sullivan Journal of the AIA, May issue. 


Sullivan is now being documented by students at the Institute of 
Design of Illinois Institute of Technology. We are indebted to 
Architect Perry Е. Borchers, Jr., for this article about the work 
of a famous architect in our own state. 
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NC onvention City 


BOST 
Don’t Miss Boston 
86th Annual AIA Convention 


As you know, Boston, will be the site of the 86th 
Annual A. I. A. Convention, June 15-19. Headquarters 
will be in the Statler Hotel. 


Ата 


Governor of Massachusetts Speaks 

Christian A. Herter, Governor of Massachusetts and 
Edward A. Weeks, Editor of the Atlantic Monthly, will 
be the headline speakers. Governor Herter is scheduled 
to address the convention on Friday, June 18. Mr. 
Week’s opening talk on June 15 will be keyed to the 
broad convention theme “Forces that Shape Archi- 
tecture.” 


Observations on “Government Impact on Architecture” 
will be presented at a luncheon meeting June 16 by the 
former president of the Royal Institute of British Archi- 
tects, Michael Waterhouse, FRIBA, of London, and 
Miles Colean, FAIA, of Washington, D. C. Douglas 
W. Orr, FAIA, New Haven, Chairman of the AIA Com- 
mittee on Architect and Government will preside. 


Design Trends 


Design trends for two important building types, 


hospitals and schools, will be the subject of one of the 
many seminars. Marshall Shaffer, Chief of the Technical 
Service Branch of the U. $. Department of Health, Edu- 
cation and Welfare’s Division of Hospital Facilities, will 
moderate the session on hospitals. 

John C. McLeod of Washington, D.C., chairman of 
the AIA Committee on School Buildings, will be the 
moderator for the school panel. 


A panel on Architectural Education will be headed 
by William W. Wurster, FAIA, San Francisco, dean of 
the University of California's College of Architecture, 
and Carl Feiss of Washington, D. C., chairman of the 
AIA’s Committee on Education. 

At a technical seminar, experts will speak on new 
developments in building methods, materials, lighting, 
air conditioning and ventilation. 


AlA—Producers’ Council 
A jury of AIA architects chosen to judge the worth 
of publications and advertising of members of Producers 
Council assembled April 26 and 27 in Washington. Win- 
ners will be announced at the convention. 
Among members of the jury are Edward С. Conrad, 
AIA, Cleveland, and Howard Dwight Smith, FAIA, of 


Columbus. 
(Continued on page 17) 


Fellowships 


А. С. Robinson Ш FAIA 


Cleveland 


“Fellowship” in The American Institute of Architects Outstanding Work Necessary 

is an honor reserved for its members who have notably It is not enough that a candidate for Fellowship have 
contributed to the advancement of the profession of designed acceptable buildings to be recognized in the 
Architecture and whose work is recognized by their field of “Design”, he must have done outstanding work, 
contemporaries in their individual localities, as well as taking into consideration his community and the sec- 
the profession as a whole, as deserving this special rec- tion of the country in which he practices. It is obvious 
ognition, It is not an honor to be sought by an indi- that designs in one part of the country cannot be the 
vidual for himself, but should be based solely on the criteria for another part. An architect may be strug- 
desires and wishes of a Chapter or individual members gling against local conditions, and have achieved remark- 
to give this award to him because of his achievements able success just because of those very conditions. 


in his chosen profession. 
Other Fields of Award 


Other fields of award in which requirements for 


The Institute Recognizes 
9 «advancement to Fellowship are not always understood 


The Institute recognizes several fields in which this are “Service to the Institute” and “Public Service”, The 
award may be given such as Design; Science of Con- mere holding of offices or serving on committees in the 
struction; Literature; Education; Service to the Institute, Institute, whether at the National or Chapter levels, no 
and Public Service. A member may be advanced to Fel- matter how numerous or continuous, does not qualify 
lowship in any one or in several of these categories. The a member for Fellowship. He must have contributed 
qualifications of the candidate in any of these fields must some signal or outstanding work while holding these 
be outstanding; the proposers of a candidate must be positions; something which has advanced the Profes- 
factual and detailed in their statements and recom- sion of architecture either nationally or in his own com- 


munity. Similarly “Public Service” requires exceptional 
contributions in this field. These two categories are 
most frequently passed over by the Jury because of a 
misunderstanding on the part of the sponsors of these 
two kinds of service. 


mendations, for it is important that the Jury of Fellows 
have unquestionable reasons for bestowing this honor. 
Not only must the candidate have achieved success in 
any of these fields, but his standing in the community 
in which he practices, his integrity and his relationships 


with his fellow practitioners must be above reproach, liducation and Literature 


In the field of “Education” and “Literature” the same 


An Example—an Inspiration standards are necessary. A long teaching career, unless 
it is filled with noteworthy influence on students and the 
A fellow of the A.I.A. should in all respects be an public, is not sufficient for recognition in “Education”. 
example and inspiration professionally and personally Neither are a series of articles or publications, no mat- 
to all with whom he comes in contact. Understanding ter how numerous, sufficient evidence to warrant inclu- 
that the Jury of Fellows relies almost entirely on the sion in the field of “Literature”, unless they have literary 
proposers of a candidate for this information should distinction or have achieved, through their content or 
emphasize the responsibility assumed in preparing the purpose, a recognized effect on the Public. 
necessary nomination papers. The Institute has ауай- 
able in Document No. 9, “Principles Underlying The A Reward for Excellence 
Bestowal of Fellowships” and in further Instructions Fellowship in the Institute must more and more 
issued by The Jury of Fellows, all the necessary require- become a reward for excellence and not perserverance 
ments for nomination. It is earnestly hoped by the Jury alone. The Jury strives to make this a fact. There may 
that the material for exhibits and all data for each can- have been errors in the appraisal of achievement, for no 
didate be prepared by his confreres and not by the can- Jury is infallible, but they work with open minds and 
didate himself. Ideally a member should not know until energy devoted to this task, completely insulated from 
the Fellowship has been bestowed that he is under con- all forms of pressure. 
sideration, although this may be impossible in many cases. (Continued on page 17) 


THE MAY 1954 OHIO ARCHITECT 15 


ер EO. ЄМ, Qe, 


vo ur 


— ee 


buyers 


— 


are gla d its 


... because GAS appliances mean 


better living 


Better living... with a gas laundry dryer 
An AGA-A 


Pproved 


2 


“fading, ; fi 
dirt smudges from outdoor h inging 
Only a Gas laundry dryer gives you faster 
drying for a Реппу-а-Јоад' And a Penny per 
г load is just 1/5 and often even less—th, cost 
| ИГ of operating Other 1utomatic types, 


Better living... with a gas disposal unit 
Time after time, 


all day long, a GAS disposal 
unit Provides bett r living, Neater back yards, 
freedom from Strong odors caying food 
i Outdoors jn wet 


2 a reedom from going 
weather to empty garbage, 


Equip your h 


ome with GAS a 
for better livi 


Ppliances , ig 
ng.. 


| ing! 
‚ easier Selling! 


THE EAST OHIO 


THE MAY 1954 OHIO ARC 


GAS COMPANY 


HITECT 


Be Not Disturbed 
A candidate and his proposers should not be dis- 
turbed by the fact that he is not advanced to Fellow- 
ship the first or second year his application has been 
before the Jury. With the great number of nominations 
that now come before the Jury, it is obviously impos- 
sible to act favorably on all deserving candidates in any 
one year, and an application goes without prejudice to 

succeeding years to be reconsidered. 


College of Fellows 

With the creation of the College of Fellows not only 
does a Fellow stand for his achievement in his Com- 
munity and Chapter, but as a member of this group 
composed of men who have won distinction, their coun- 
sel and advice will be sought in the affairs of the Insti- 
tute. Fellowship not only confers an honor on the 
recipient but it becomes a continuing obligation to him 
for example and service to the profession as a whole, and 
the Nation in which we live. 


Report of the Jury of Fellows 


As released by 
The American Institute of Architects, 
Washington, D. C. 


The Jury of Fellows met in Washington, March 1954, 
with the following members of the Jury present: 
Alexander С. Robinson, III 


Douglas William Orr 
Thomas D. Broad 


After careful consideration of the evidence of qualifi- 
cations for advancement to fellowship submitted with 
the nominations, the following 21 were so advauced: 
Name-address 
Allen, Roger 

1126 Grand Rapids Natl. 

Bank Bldg. 
Grand Rapids 2, Michigan 


Albert Simons, Chairman 
William J. Bain 
John Е. Harbeson 


Achievement 
Service to The 
Institute and 
Public Service 


Chapter 
Western Michigan 


Budina, Adolph Otto Virginia Public Service 
1013-A East Main Street 
Richmond, Virginia 

Carroll, J. Roy, Jr. Philadelphia Design and 


204 W. Rittenhouse Square 

Philadelphia 3, Pa. 
Dowswell, Harry Royden 

11 East 44th Street 

New York 17, New York 
Goin, Sanford Williams 

518 М.Е, 4th Avenue 

Gainesville, Florida 
Goodman, Percival 

40 East 49th Street 

New York 17, New York 


Education 
New York Science of 
Construction 
Florida North Service to The 
Institute and 
Public Service 
Design and 
Education 


New York 


Gropius, Walter Massachusetts Education and 
96 Mount Auburn Street Design 
Cambridge, Massachusetts 

Homsey, Samuel Eldon Delaware Design 
917 Gilpin Avenue 
Wilmington 6, Delaware 

Kennedy, Eugene F., Ir. Massachusetts Design 


126 Newbury Street 

Boston, Massachusetts 
Nakpil, Juan Е. 

615 Dakota 

Ermita, Manila, P.I. 
Nelson, Donald Siegfried Dallas 

595 North Ervay Street 

Dallas, Texas 


Public Service 


No. California 


Design 


Achievement 
Education 


Name-address 
Perkins, George Holmes 
School of Fine Arts 
University of Pennsylvania 
Philadelphia 4, Pa. 
Schenck, Harry Irvin 
1406-1420 Third Natl. 
Bldg. 
Dayton 2, Ohio 
Smith, Irving G. 
Portland Trust Building 
Portland 4, Oregon 
Smith, Stanley Albert 
Dept. of Architectural Eng. 
State College of Wash- 
ington 
Pullman, Washington 
Smithey, Louis Philippe 
112 Kirk Avenue, S.W. 
Roanoke, Virginia 
Tatum, Herbert Madison Dallas 
2812 Fairmount Street 
Dallas, Texas 


Chapter 
Philadelphia 


Dayton Public Service 


Oregon Service to 
The Institute 


Spokane Education 


Service to The 
Institute and 
Public Service 
Design and 
Service to 

The Institute 


Virginia 


van der Rohe, Lurwig Mies Chicago Design 
37 South Wabash Avenue 
Chicago 3, Ilinois 

Wills, Royal Barry Massachusetts Design 


3 Joy Street 
Boston, Massachusetts 
Wurster, William Wilson 


No. California Design and 


402 Jackson Street Education 
San Francisco 11, Calif, 
Wyeth, Marion Sims Palm Beach Design 


Wyeth Building 

Palm Beach, Florida 

The prospective Fellows will be officially advanced 
to, their new standing in a ceremony during the Annual 
Banquet, Friday evening, June 18, at the Statler Hotel 
in Boston. This event is part of the Institute’s 86th 
Convention which meets June 15-19 in Boston, 


+ a 4 


Boston—Convention City 
(Continued from page 14) 

This competition which is a joint venture of the 
Institute and the Producers’ Council has been held an- 
nually for the past six years. The objectives are to 
recognize excellence in publications and advertising pre- 
pared for an architectural audience, and to aid manu- 
facturers in preparing future literature which will be of 
value to the architect. 


The Producers’ Council 

The co-sponsoring Producers’ Council is a national 
trade association whose members—and 22 trade associa- 
tions, are vitally interested in better product literature. 
The competition is one way in which the two organiza- 
tions cooperate to improve quality of material direct to 
architects. 

Certificates of Merit will be awarded to winning en- 
tries in each of the competition’s four classes. The prize 
winning submissions will be prominently displayed at 
the AIA’s Boston Convention which will be attended by 
an estimated 2,000 architects and guests. 

Editor's Note: While in Boston we would strongly recommend 
you take the subway and have lunch at Durgin Park Market 
Dining Room, 30 N. Market St. Opposite Faneuil Hall, known 
as the “Cradle of Liberty,” Try the Indian Pudding. Also deter- 


mine to find and eat at Locke Ober Restaurant, 3-4 Winter Street. 
It’s right downtown but hard to find. But it's worth it. 
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Harry |. Schenck, 


Newly Elected Fellow 


By 
Craighead Cowden AIA 


Dayton 


After almost fifty years of practice, Mr. Harry I. 
Schenck, of the architectural firm of Schenck & Wil- 
liams, will be made a Fellow of the American Institute 
of Architects at their Annual Convention in Boston this 
coming June. Mr. Schenck has been the dean of Dayton 
architects for many years, and his firm has produced a 
large percentage of Dayton’s finest buildings. 


Coca-Cola Bottling Plant 
The dedication of the new Coca-Cola Bottling Plant 
this spring marked the completion of Schenck & Wil- 
liams’ commission number 2168. This modern proces- 
sing plant is a far cry from the small residence built in 
1906 which was commission number one. The іпќег- 
vening twenty-one hundred jobs represent almost every 
type of work that an architect may be asked to do. 

The current commission is number 2206. 


Cornell Graduate 
Following Mr. Schenck’s graduation from Cornell 
University in 1903, he returned to Dayton and entered 
the office of Frank M. Andrews. In 1906, Andrews closed 
his office in Dayton and moved to Cincinnati. Because 
they were unwilling to leave Dayton, Mr. Schenck and 
Mr. Harry Williams started their own firm in a small 

office in the Ludlow Street Arcade. 


Good Design—Business Efficiency 


The two partners soon established their reputation for 
good design and business efficiency and their office force 
increased steadily to over fifty draftsmen during the 
years preceding the depression. To accommodate this 
growing office the firm moved into what is now the 
Winters Bank Building. At the time they completed the 
adjoining Third National Building, the firm moved into 
the specially designed office suite on the top floor of the 
new building. Schenck & Williams still occupies this 
office at 1406 Third National Building. From the 
windows of this office, more than twenty large down- 
town buildings can be seen which are the work of this 
one architectural firm. 


Schools—Favorite 
Among Mr. Schenck’s favorite buildings are the schools 
designed for the Oakwood Board of Education, starting 
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in 1924. On the theory that children would take a 
greater interest in school work and activities if the build- 
ings were less monumental and institutional, Mr. Schenck 
persuade d the Board to accept a high school in English 
Tudor style. The theory proved to be correct, and in 
the subsequent Oakwood grade school, the same char- 
acter was required by the members of the Board. Today, 
after many years of use, they are still among the most 
attractive and best planned schools in this area. His 
buildings for the Ohio Bell Telephone Co., the many 
units of the Frigidaire Division of General Motors Corp., 
and Westminster Church are particularly outstanding. 


His Work In or Near Dayton 


Although most of Schenck & Williams work is in or 
near Dayton, Mr. Schenck is well known for his pioneer- 
ing work in the development of tuberculosis hospitals 
for the federal government's Soldiers’ Homes, starting 
in 1921. These hospitals were located in various cities 
throughout the country, and represented the most ad- 
vanced buildings of their type and time. In addition to 
the commercial, industrial, and institutional work, he 
continued to design a great many lovely residences, most 
of which are in a rambling Е nglish style or architecture. 


Civic and Charitable Organizations 


Along with his professional work, Mr. Schenck has 
generously contributed his time and ability to various 
civic and charitable organizations. Following the Dayton 
Flood in 1913, he spent several months checking, with- 
out compensation, the strength and safety of churches 
and other buildings damaged by the flood waters. He 
has served for many years on the Board of Directors of 
the Community Chest Association of Dayton, and was 
its treasurer for twelve consecutive years. He has been 
a board member and president of the Children’s Bureau, 


and a member of the Greater Dayton Association, now 
the Chamber of Commerce, as well as a trustee of the 
Dayton Art Institute for many years. He is a member 
of the Dayton Rotary Club and a charter member of 
the Engineers’ Club of Dayton. He is one of four presi- 
dents of the Engineers’ Club who have been re-elected 
to a second term of office. 


The Dayton Building Code 


Perhaps Mr. Schenck’s greatest civic contribution was 
his help in the compilation of the first Dayton Building 
Code in 1916 and the revision of the code in 1927. As 
chairman of the Code Committee he met with the other 
members one night every week from 7:30 to 12:00 mid- 
night for a period of three years. The code which they 
produced is of such completeness and adaptability that 
it is only now being revised. In addition to the work 
on the Dayton Building Code, Mr. Schenck served many 
years as a member of the Oakwood City Plan Commis- 
sion and edited the Oakwood Building Code. 


From One Office—Many 


Among the many people who gained part of their 
early experience in Mr. Schenck’s office and who are 
now prominent architects in Dayton are Emory J. Ohler, 
Ellasson Smith, Jerry Ward, Erskine Hart, and J. D. 
Lorenz. Throughout the state are other men who at 
one time were in the office, such as Wooster Bard Field 
of Ohio State University, John Henri Deeken and John 
Baker in Cincinnati, John Luxmore in Akron, and John 
Quincy Adams in Columbus. Since Schenck & Williams 
was at one time one of the largest architectural offices 
in this part of the country, these few names probably 
represent only a small part of the many people who once 
worked there, and who now have their own offices. 


In California, Yet in Dayton 


Although Mr. Williams has had his own office in Palm 
Springs, California, since 1941, Mr, Schenck continues 
the office here in Dayton. There are probably very few 
architectural offices in this country whose direction has 
been in the hands of the original partners since the 
beginning, nearly fifty years ago. During this time, 
Mr. Schenck has maintained the highest standards of 
panning, design and construction. The many beautiful 
and efficient buildings in the city bear witness to this. 
His fine architecture and his keen sense of professional 
ethics set him apart as an example which all of us could 
well follow. Every architect or client who has worked 
with or for Мг, Schenck appreciates his thoroughness, 
his attention to detail, and the practicality of all of his 
work. His conduct of the business and his ethics have 
always been above reproach, and this is perhaps one of 
the main reasons for his many years of success. Mr. 
Schenck’s election to Fellowship in the А.Т.А. is certainly 
well deserved, and the members of the Dayton Chapter 


аге glad to have had a part in his nomination for this 
honor. 


Dayton’s Heritage 


Anyone familiar with Dayton can stand in front of 
the Art Institute across the river and point out most 
of the prominent buildings which compose the Dayton 
skyline—the Hulman Bldg., First Baptist Church, Third 
National Bldg., Winters Bank, the YMCA Bldg., the 
Telephone Bldg., Westminster Church, Delco Products 
and Frigidaire factory buildings, etc. However, few 
people realize that all of these buildings were designed 
by one firm of architects, which is still making contribu- 
tion of fine architecture to the City of Dayton. 


Cleveland Construction Conference 


“The Cleveland Chapter, American Institute of Archi- 
tects, thru its Committee on Practice of Architecture and 
Relations with the Construction Industry wishes to ex- 
press its appreciation for having the opportunity to serve 
on the Committee for the 1954 Construction Conference 
held on April 12th in Cleveland, and sponsored by the 
Cleveland Engineering Society. 


“The Conference is indeed a plausible undertaking, 
providing another worthwhile opportunity toward closer 
association between the architectural and engineering 
professions. The Cleveland Chapter, A. I. A., looks for- 
ward to cooperating with the Cleveland Engineering 
Society in future undertakings of this nature.” 


W. H. WIECHELMAN, JR. 
A.LA. Representative on 

1954 Construction Conference 
Committee 


MEMO: 


to all AIA members in Ohio 


As a feature of the coming A.S.O. Convention in 
October, 1954, the Dayton Chapter would like to 
sponsor an exhibit of creative art work by A.S.O. 
members. The Dayton Art Institute will furnish 
gallery space. Ideas and suggestions will be ap- 
preciated, and if sufficient interest is shown, ex- 
hibitors will be sent further details. 


OIL PAINTING WATER COLOR 
GRAPHIC ARTS SCULPTURE 
CERAMICS 


These categories have been suggested—work in other med- 
iums will be considered, 


If you would be interested in exhibiting your 
original work in any of these categories, exclud- 
ing architectural renderings, please contact: 


John Sullivan, Jr. 
419 Third National Building 
Dayton 2, Obio 
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Alexander Papesh, James Fredrickson, Patrick Zabaldo, Staley Carpenter, Richard Tubbesing 


Winning Team - Awards 


Fourth Annual Nine Letter Event 
Onnie Mankki, AIA 


The winning team in the fourth annual collaborative 
student competition cosponsored by The Cleveland 
Chapter, American Institute of Architects, the Cleve- 
land Section of the Illuminating Engineering Society 
and the Allegheny Chapter of the Society of Industrial 
Designers was composed of the following students: 
ARCHITECTURE — 

Alexander Papesh--Western Reserve University 

Patrick Zabaldo—Western Reserve University 
ILLUMINATION 

James А. Fredrickson—Case Institute of Technology 

Richard L. Tubbesing—Case Institute of Technology 
INDUSTRIAL DESIGN 

Staley Carpenter—Cleveland Institute of Art 

Placing second were: 

ARCHITECTURE 

John Gerba—Western Reserve University 

Ronald Keske—Western Reserve University 
ILLUMINATION — 

Eugene Atkison—Case Institute of Technology 
INDUSTRIAL DESIGN — 

Russell Bolt—Cleveland Institute of Art 

Placing third were: 

ARCHITECTURE — 

Eugene Sagadencky—Western Reserve University 

Nick Vodanoff—Western Reserve University 
ILLUMINATION — 

John С, Hall—Case Institute of Technology 

Andrew Marfut—Case Institute of Technology 
INDUSTRIAL DESIGN — 

Edward Jaquet—Cleveland Institute of Art 
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Awards Presented 
Awards were presented by George Danforth, Chair- 
man, Department of Architecture, Western Reserve Uni- 
versity in behalf of the sponsors. 


The Problem 
The problem was a service station on the Ohio Turn- 
pike. The winning teams presented problems that were 
well balanced from a collaborative viewpoint. 


A technical forum under the direction of Carl Allen, 
LE.S., gave the students a comprehensive objective re- 
port on jury reaction to every important aspect of each 
problem. Robert Gaede, AIA, Raymond A. Smith, SID, 
and С. М. Cutler, IES, evaluated the problems ге- 
spectively in terms of Architecture, Industrial Design 
and Illumination. 


Evaluating Score Sheets 

The writer had the unusual opportunity of acting as 
critic on a phase of the problem and evaluating the 
score sheets of the judgment afterwards. The score 
sheet in principie worked out quite well but the one 
prepared was too comprehensive a breakdown to the 
point that it became burdensome to the jury. It did 
reward those teams that made full use of their avail- 
able time by attacking the problem simultaneously from 
different aspects and coordinating the end results into 
one composition. Likewise it penalized certain teams 
which tackled the various phases in sequence. It penal- 
ized teams that over-allocated time to any one phase 
postponing essential decisions. It formed a permanent 
record of the opinions of the jury. It prevented domina- 


tion of the jury by individual jurors of strong convic- bold 3-D relief. It proved that an attractive “billboard” | 
tion. In this respect it resembled the political cam- type station can have a stronger commercial impact and 

paigns with secret balloting rather than the unanimity : 
procedure of a legal jury of citizens trying а case. In 
reviewing the scoring it was noticed that jurors with The fact that over two hundred study models were 
strong convictions based on intimate knowledge of their used to arrive at the final form of a telephone set 
own professions scored with a wide latitude and those 
out of their realm scored cautiously. In my opinion, it 
was as fair and objective a judgment as our human " 8 
capabilities could produce. Industrial Designer. 


justify its cost on a profit basis. 


scheduled for a production run of twenty million re- 
vealed the comprehensive and detailed approach of the 


Robert H. Hose, President, SID Dreyfuss Philosophy 
At the dinner meeting, Robert Н. Hose of Henry 
Dreyfuss, New York—Pasadena, President SID, illus— 


trated the role of the Industrial Designer with some very 


The philosophy of the Henry Dreyfuss organization 
makes good reading. “We bear in mind that the object 
being worked on is going to be ridden in, sat upon, 
good slides, “Industrial Design is primarily concerned looked at, talked into, activated, operated, or in some 
with the relationship between people апа products. other way used by people individually or en masse. 
It includes considerations of utility (convenience of use), nome І 
maintenance, cost, safety and the psychological aspects When the point of nter between the product and 
of design including appearance.” He then cited the ap- people becomes a point of friction, then the designer 
plication of these principles to a diversity of products has failed. 
ranging from alarm clocks to interiors of M-46 tanks. “On the other hand, if people are made safe, more 

Two! Color Shisa comfortable, more desirous of purchase, more efficient 


2 | k ne е9 р —or just plain happier—by contact with the product, 
Two color slides of new Cities Service stations were ў е fs 
М К : А Б | then the designer has succeeded, 
impressive. One was a vast improvement design-wise | 
over current stations of the distributor, with relative The success of this event is due to the devotion of 
considerable time and effort of a great many people, 
coordinated under the direction of Karl А. Staley, TES, 


Chairman of the Nine Letter Committee. 


earnings that proved that design and profit are not only 
compatible but cooperative to each other's benefit. The 
other one was an unusually well designed “billboard” 


station with petroleum dispensing facilities a secondary A delegation of four visitors came from Detroit to see 
element. It was located prominently on Biscayne Blvd., how we do it. They included W. A. Hedrich, IES, Pro- 
Florida perpendicular to the highway. It was deep, il- fessor, University of Michigan, Earl Meyer, AIA, Floy 
luminated, two faced with basic identity elements in Sell, IES, and Harry Robbins, IES, G.E. 


Robert H. Hose, SID of New York and Onnie Mankki, AIA 
Cleveland, viewing wiring design. 


Akron Art Institute 
holds Exhibit 


The Architect’s Role in His Community 


Contending that the Architect's role in his community 
must include something more than the production of 
plans for a physical structure, the Akron Art Institute 
has organized an exhibition which surveys the recent 
work by architects of Northeastern Ohio, and investi- 
gates their contribution to community thinking. 


Panel three architects—one layman 


The exhibition opened early last month with a panel 
of three architects and one layman exploring the archi- 
tect’s larger responsibilities before a packed auditorium. 
Moderated by Miss Luke Lietzke, the Institute’s Cura- 
tor of Design, the panel stressed the planner’s role in 
public education; concluded that only through the 
creation of a public capable of undertaking architectural 
methods and goals could the full abilities of architects 
be utilized. The necessity of bringing the architect's 
contribution within the financial reach of a larger section 
of the public was emphasized, and the responsibility of 
the architect, as an expert, to assume leadership on city 
planning and civic improvement projects was pointed 
out. Members of the panel were: G. Hugh Tsuruoka, 
Architectural Editor, LIVING for Young Homemakers; 
Robert Gaede, Architect, Cleveland, Ohio; Wilbur Rid- 
dle, Resident Architect, General Electric Corporation 
(all members of The American Institute of Architects) 
and R. Russell Munn, Akron’s Librarian, who spoke for 
the citizen. 


The Exhibition 


The exhibition, organized in cooperation with LIV- 
ING for Young Homemakers, featured productions of 
19 architects or architectural firms from nine Ohio 
cities, and included residential, commercial and indus- 
trial building. 

Designs were by the following architects: 

Joseph Ceruti—Cleveland 

Derr and Stueber—Akron 

Robert C, Gaede—Shaker Heights 

Michael M. Kane and Associates 
Н. В. Huff. 
Kleine, Latimer and Lasko—Cleveland 

Lawrence and Dykes—Canton 

Richard A. Miller yria 

Robert A. Little and Associates—Cleveland 
Robert M. Hodgman, Associate Robert A. Little 
Marr, Knapp, Crawfiss—New Philadelphia 
Joseph Morbito—Kent 

Ernst Payer—Cleveland 

James Nessly Porter—East Liverpool 

Rudolph Tichy—Gates Mills 

Tuchman, Canute and Associate Ray Febo—Akron 
Weinberg and Teare—Cleveland 

Ralph G. Dix—Canton 

Firestone and Motter—Canton 


Cleveland 
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Canton Home Show 
Merritt C. Wolfe 


Despite freezing weather, snow, and icy road condi- 
tions, the 1954 Show attracted over 41,000 people. 

The Home Builders Association of Stark County, co- 
sponsored the show with the Canton Real Estate Board 
and credits this year s unusual success to the popularity 
of the full-scale house that was erected on the auditor- 
ium stage. 

This house was designed by archi- 
tect Kenneth J. Breting with the 
architectural concern of Lawrence 
and Dykes of Canton. 


Architect Dykes Interviewed 


When interviewed regarding the 
house designed by architect Kenneth 
J. Breting of his organization, archi- 
tect Eugene W. Dykes of Lawrence 
& Dykes, Canton, had this to say— 

“The 1954 ‘House of Ideas’ was 
designed to give Cantonians an op- 
portunity to see a number of new ma- 
terials and design ideas assembled in 
as realistic a manner as possible. The shed roof pitched 
from a low 6% foot eave at the carport to a spacious 12 
foot height at the opposite end of the living area. 
Kitchen, dining, and living spaces were virtually one 
room, 16 x 36 feet, but the unusual ceiling height and 
generous window areas combined to give the impression 
of even greater area. The house featured a variety of 
wood products. Stained vertical Redwood siding was 
used on the exterior and some of the interior walls. 


Architect 
Kenneth J. Breting 


Kitchen Cabinets 


Kitchen cabinets were mahogany, with a light, natural 
finish. Sandblasted Redwood plywood was used їп 
(Continued on page 35) 


SCIENCE & BUILDING 
AN OA TECHNICAL FEATURE 


J. R. Duff 
Cleveland 


By 
Ken Lyttle 


Hospitals all over the country and in several foreign 
countries are becoming increasingly aware of the dan- 
ger of explosions in operating rooms during operations. 
Static electricity is always present in varying degrees. 
A spark from it in the presence of inflammable anethesia 
can cause an explosion which can cause death to the 
patient under an explosion anethesia and further severely 
burn the attending surgeons and nurses. Several cases 
such as this have been reported within the last year. 


New Static Proof Floor Tile 


Robbins Floor Products, Inc. of Tuscumbia, Alabama 
introduced recently a new static proof floor tile so 
designed to reduce the danger from static electric ex- 
plosions in hospital operating rooms, according to Mr. 
John R. Duff, vice president and general manager of 
DeWees and Roper Flooring Co. of Cleveland, Ohio. 
DeWees and Roper are authorized contractors of the 
installation of this tile in the state of Ohio. 


This tile, known as Robbins Lifetime Vinyl All Pur- 
pose Static Proof Conductive Floor Tile, is made from 
vinylite resins produced by the Bakelite Co., a division 
of Union Carbide and Carbon Corporation. 


Equalizes Electrical Potential 


According to Mr. Duff, this floor tile equalizes the 
electrical potential of all objects properly contacting 


University of Virginia Hospital 


Hospital Operating Room Explosions 
Controlled by New Static Proof Tile 


the floor, thus eliminating the danger of explosions from 
static discharges. 


Traveled Through Country 


Mr. Duff who last year served as special factory 
representative of Robbins Floor Products, Inc., travelled 
extensively throughout the U. S, visiting hospitals and 
getting the reactions of hospital staffs to this new op- 
erating room conductive floor tile. 


American Hospital Convention 

During September of last year he visited the Ameri- 
can Hospital Convention in San Francisco, California. 
This convention was attended by Mr. Mauro Loyo, 
director of that branch of the Mexican Government re- 
sponsible for the building of new hospitals in that 
country. After seeing the demonstration of Robbins 
Conductive Floor Tile, Dr. Loyo and his staff are now 
considering the installation of conductive flooring in 
the operating rooms of some 20 of Mexico’s proposed 
new hospitals. 


Installed in Hospital Operating Rooms 


Robbins Conductive Floor Tile has been installed in 
hospital operating rooms throughout the country. It has 
been installed in the Loretto Hospital in Chicago, II- 
linois; Eliza Coffee Memorial Hospital in Florence, 
Alabama; the University of Virginia Hospital; St. Josephs 
Hospital in Elmira, N. Y.; and in many others. 


(Continued on next page) 
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According to Mr. Duff, Robbins was the first to con- 
struct conductive flooring from vinyl other than black. 
It is produced in attractive light-reflecting colors, in- 
cluding white. 


Guaranteed For 5 Years 


Guaranteed for a period of five years, this conductive 
floor tile needs no adhesive due to the unique method of 
installation. Robbins installation process places the tile 
under compression closing the joints tightly enough to 
create a water-tight and dust-tight seal at the tile joints. 


This conductive floor tile when installed over an 
underlay of aluminum foil creates an absorption field 
which dissipates charges of static electricity. No wire or 
screens are needed. 


Eliminates Waxing 
Better results in maintaining a satisfactory range of 
conductivity is claimed by eliminating the need of 3 wax- 
ing. This prevents a build up of insulating film over the 
floor surface. When installed in accordance with speci- 
fications no grounding system is needed unless specified 
by local codes. 


Maintenance Simple 


The maintenance of Robbins Conductive Floor Tile 
is simple. It merely requires a well wrung out mop and 
mild detergent, followed by a clear water rinsing for 
cleaning. An occasional steel wool scrubbing with a mild 
detergent followed by a clear water rinsing is recom- 
mended. If a high gloss surface is desired after clean- 
ing, it can be obtained with a brisk buffing with a lambs 
wool or medium bristle brush. 


Extensive tests by hospitals have failed to damage 
Robbins Conductive Floor Tile’s surface. It has been 
subjected to alcohol, acids, oils, and other chemicals 
commonly found in operating rooms. 


Most Resilient 


According to Robbins Floor Products, Inc., this con- 
ductive tile is up to 10 times more resilient than ordi- 
nary tile and is one of the toughest of all resilient floor- 
ings. This one-fourth of an inch thick tile gives a cush- 
ion-like effect. This is undoubtedly of utmost importance 
to doctors and nurses who must be on their feet several 
hours while performing an operation. 


Many hospitals who now show reluctance to installing 
Robbins Conductive Floor Tile due to future expansion 
plans can now protect themselves, according to Mr. 
Duff. This tile can be removed and installed in a new 
location without loss of the original investment. 


Robbins Lifetime Vinyl All Purpose Static Proof Con- 
ductive Floor Tile is guaranteed to meet all the re- 
quirements of the National Board of Fire Underwriters 
and the National Fire Protection Association. It is 
listed by Underwriters Laboratories, Inc. 


Editors Note: This interview was obtained by OHIO ARCHI- 
TECT feature writer with John R. Duff, DeWees & Roper Co., 
Cleveland, an authority on this subject. 
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University of Cincinnati 


School of Architecture 
Jack Gartner 


Here at the University of Cincinnati we feel we have 
something a little different in the use of our co-operative 
training. This is a type of education which combines 
theory and practice into one comprehensive educational 
program. It was originated here in 1906 and, through 
time, experience, and wide acceptance, has proved its 
worth as a sound method of education. In our archi- 
tectural department we have approximately three hun- 
dred and thirty students, of which there are about two 
hundred in school at one time. After a full time first 
year, students in architecture are divided into two sec- 
tions which alternate between seven weeks in school 
and eight weeks on the job. Students receive the same 
pay and work under the same conditions as other com- 
parable employees. Special co-ordinators place students 
on the jobs selected for their educational value, arrange 
pay and working conditions, receive periodic reports 
from the employer, and handle all student-employer re- 
lationships. 


Major Idea 


The major idea underlying the co- operative system 
of education in the applied arts is that of а сот- 
plete training to insure experience with all of the 
factors involved in the production of things in which 
appearance is important—that is, with men, materials, 
techniques and tools. By direct contacts with industry, 
commerce and the design professions, the student is 
provided with a basis for sound critical judgment and is 
given greater confidence in his ability to work in his 
chosen field. Through co-operative education, creative 
design becomes a practical expression of our daily lives, 
and is related realistically to our material necessities. 


Gives Broader Outlook 

To give us a broader outlook of world problems in 
architecture and its allied field of city planning, we 
have been honored with the presence of Mr. Willem 
Dudok, the Dutch architect and city planner. Mr. 
Dudok is famous for his planning of Hilversum, 
Holland, his birth place. Mr. Dudok explained his phil- 
osophy of design and showed slides of his various 
buildings. 


More recently, Mr. Alexander Archipenko was pre- 
sented. Mr. Archipenko just recently gave his one 
hundredth exhibition of his creative design. His theory 
of design was particularly interesting in that he, like 
Frank Lloyd Wright, found beauty in nature which he 
has carried into his work. His main thought was that 
the student of today is not taught to be creative, but 
rather is given a formula from which a design evolves. 
His chief hope is that some day “a school for creators” 
will be established. 


Very Truly Yours... 


CINCINNATI 


I have just received my copy of the Ошо 
ARCHITECT, and think that you have really 
done a swell job, and Т am most delighted 
with the layout. I wonder if it would be 
possible for you to send me six more copies 
of this issue, for which I am enclosing a 
check for $1.80. 

Carl A. Strauss, AIA 
Cincinnati 
(Editor: Check returned. Copies sent com- 
pliments of Ohio Architect.) 


The handsome presentation by the “Ошо 
ARCHITECT” of our Center has been the 
subject of much favorable comment in Cin- 
einnati. For the Board of Trustees and for 
myself I extend our sincerest appreciation. 

Will you please send us six copies of 
“Ошо ARCHITECT” for April, 1954 for our 
files and those of the Museum? 


We will be happy to forward a check 
upon receipt of your bill. 
Truly yours, 
Robert H. Luck, Curator 


The Contemporary Arts Center 
in the Cincinnati Art Museum 


Copies sent—compliments of Ohio Arhcitect 


Permit me to congratulate you on the 
vast improvement over the previous issue. 
You’ve pulled the loose ends together, sim- 
plified the type fonts, organized the edi- 
torial content, and have come up with a 
highly respectable product. As you and I 
know, however, there is always room for 
improvement. Keep up the good work, 


With best wishes for continued success, 
and again complimenting you on the April 
issue, I remain 

Frederic H. Koch, AIA 
Cincinnati 


I have been away from the office most 
every day supervising work, and have not 
had time to write a long article. 


Your second issue was a wonderful im- 
provement over the first, and showed рго- 
fessional class. Keep it up. 


John W. Hargrave, AIA 
President 

Architects Society of Ohio 
Montgomery, Cincinnati 


CLEVELAND 


Michael М. Kane, AIA 
Cleveland 


The new editorial policy of the OHIO 
ARCHITECT, I believe should not only 
raise the calibre of the magazine to a higher 
professional level, but also make it a more 
useful tool for its readers, 


Good luck to a new and better profes- 
sional organ for the Architects Society of 
Ohio. 

Michael Kane, AIA 
Cleveland 


It was pleasant to learn that the Ошо 
ARCHITECT, Official Publication of the Archi- 
tects Society of Ohio appeared with a new 
policy and improved format. There is no 
question that with proper consideration 
the magazine can be of increasing value in 
publicizing the advantages of architectural 


services. 


The American Institute of Architects is 
concentrating now on a Public Relations 
Program of proven merit. All of the pro- 
fession, whether members or not of the Insti- 
tute, will benefit by this wide-flung effort. 
It behooves all registered architects who are 
not members of the Institute to inquire into 
its programs and acquaint themselves with 
the benefits of such affiliation. 


Architects must become better acquainted 
and organized among themselves, There are 
problems that can be solved by united action, 
Today, more than ever, architects must 
join together for their common principle. 


The Оно Arcurrecr has the privilege and 
responsibility to sponsor the cause of the 
architects of Ohio. By stories and pictures 
the magazine can acquaint the architects 
and the general public with the accomplish- 
ments and the services of the profession. 
However the architects themselves must 
furnish the many items for publication. Their 
energy will prove the success of this effort. 
It is a joint venture. With improvement there 


THE MAY 


will be increased circulation and more wide- 

spread acknowledgment and acceptance of 

the profession, This splendid opportunity is 

presented to the architects. They should 

accept the challenge for joint success. 
Charles С. Colman, AIA 
Cleveland 


Congratulations on “Project Renovation”. 
As a perhaps too severe critic of the old 
Ohio Architect, I am pleased at the potential 
of the new OA. Severe criticism was not 
entirely a bad thing—it showed the publi- 
cation was read, and, more important indi- 
sated that it was а significant element of 
our profession and one that warranted the 
concern of the architect’s, 


I am confident that with a firm editorial 
policy, together with the guided coopera- 
tion of the architects, chapter officers, and 
committees, our magazine can justify its 
existence as a professional journal. 


A comfortable majority of my architect 
friends and associates join me in the com- 
plete confidence that our profession has 
never been healthier, and that the future 
of good architecture and its acceptance by 
society is indeed bright. The Ohio Architect 
can be of great service in maintaining this 
brilliance. 

Robert N. Yoder, AIA 
Cleveland 


The morning mail has just brought to my 
desk the April, 1954 issue of Ошо ARCHI- 
тест. Congratulations on a beautiful pub- 
lication, 


I very much like the feature of having 
the picture of the person who writes the 
various articles. This enables the reader to 
visualize the person behind the article. 


I got a chuckle of the cartoon on page 37 
which follows the trend of poking some fun. 
A lot of cartoons would be too much but a 
clever one from time to time adds a touch 
of humor to some serious reading. Congrat- 
ulations again on an excellent number. 


Harry A. Gillis 
Cleveland 


DAYTON 


I thought the April issue was well done, 
and I hope more architects throughout the 
state will contribute material for publication, 


Craighead Cowden, AIA 
Dayton 
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... Wadco Modern Windows 
l — This modern, weather resistant and eco- 


nomical panel window system answers your 
window problems. A durable redwood frame 
window. 

This low cost panel window system, 
adaptable to all types of construction, sim- 
plifies installation problems. It is especially 
designed to reduce labor and material costs. 

Made for Double-glazed insulating glass, 
either Twindow or Thermopane. 

Our ample manufacturing facilities assure 


prompt delivery. 


Phone 3-2165 


Wadsworth Millwork 
Company 


121 Walnut St., Wadsworth, Ohio 


Specify by trade name "W ADCO”. (near Akron) 


IT’S N E WI Glidden Duo-Tex Fire Retardant Paint- 


E 


MINES? Prajessisaat FINISHES 


Duo-Tex 
FIRE RETARDANT PAINT 


N. 


11001 Madison Ave. 


COLUMBUS 


342 E. Long St., ADams 8183 
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Protects Against Fire by Insulating 


— Listed by Underwriters Laboratories, Inc. — 


When fire strikes a surface painted with Duo-Tex, the 
paint film expands to form a heavy char blanket which 
forms a layer of non-burning insulation between the 
surface and the heat of the flame. Duo-Tex is also a 
top quality alkyd flat wall paint with a modern range of 
colors. It meets Federal Government fire resistance 
test: Specification SSA-118A. For further information— 


Call or write us today 


lidden Paints 


„ Phone WOodbine 1-8300 ° Cleveland 2, Ohio 


TOLEDO 
235 Summit St., GArfield 4994 


Six Points of Interest 


Cleveland © Cincinnati ® Columbus 


өе Toledo ® Dayton ® North East Ohio 


Associate Editors AIA Chapters 


Cleveland Chapter 


Arlyn C. Neiswander 
19209 Wickfield Avenue 


The April Meeting 

Was a joint affair, with both the industrial designers 
and the electrical engineers joining the Chapter. Rea- 
son was the annual AIA-IES-SID Competition, a col- 
laborative design problem done by students of archi- 
tecture at Western Reserve, art students from Ње 
Cleveland Institute of Art, and electrical engineering 
students from Case Institute, The subject this year was 
a service center for the Ohio turnpike, and the general 
excellence of the exhibits seemed to bear out the belief 
that collaborative efforts are well worth while. The 
winning team, composed of Alexander Papesh, Patrick 
Zabaldo, James А. Fredrickson, Richard L. Tubbesing, 
and Staley Carpenter won not only a monetary prize, 
but a chance to present their solution to the Ohio Turn- 
pike Commission. 


Robert Hose, Designer 


Mr. Robert Hose, a partner in the New York office of 
Henry Dreyfuss and president of the Society of Indus- 
trial Designers, was the speaker of the evening. He ex- 
plained the duties of the industrial designer, pointing 
out that his work embraces three main categories: work 
in collaboration with an architect, product design, and 
packaging. The types of work done, the problems en- 
countered, and the end results were all aptly demon- 
strated by the use of slides. Mr. Hose stressed the im- 
portance of light, color, eye-appeal, and trade-mark 
design as factors to be considered in design for sales. 


Back Home 
After an exciting trip to Africa is Ernst Payer. He 
spent most of his time in Tunis, Algeria, and Morocco, 
and managed to re-discover two Roman towns that the 
history books seem to have neglected. 


The new department of architecture at Western Re- 
serve seems to indicate a marked change in that in- 


stitution, The department held an open house on April 
30th, tastefully displaying student work in oils, water 
colors, figure sketching, visual design composition, and 
upper class design problems . . . all of which were of a 
high order. The impressive composition of the show, as 
well as the work shown, augurs well for the architec- 
tural profession in the Cleveland area. 


The Straight Word 


Is that George Mayer's new offices in the Old Arcade 
Building are at least as sharp as anything in town. 


Cincinnati Chapter 


Frederic H. Kock AlA 
1824 Carew Tower 


Findlater—Cincinnati Housing Authority—Speaks 


Ramsey Findlater, Director, Cincinnati Metropolitan 
Housing Authority, and past president of the Cincinnati 
Chapter, was one of the speakers at the recent annual 
meeting of the Better Housing League. The League is 
a corporation active in Cincinnati and Hamilton County. 
It has as its purposes the improvement of existing hous- 
ing conditions, advancement of new housing develop- 
ments, and encouraging construction of good homes. 


Findlater spoke on “How the Low Rent Program Fits 
with the Master Plan Projects”, illustrating his talk with 
views of the two new CMHA housing projects. Now 
under construction, the projects are identified as Millvale 
North and Millvale South, and were designed by Ber- 
nard Pepinsky and Kruckemeyer & Strong, respectively. 
These architectural firms are represented in the chapter 
by eight corporate members and two associates. 


Building Code Committee Formed 


At its April meeting, the chapter approved the for- 
mation of a Building Code Committee. Members ap- 
pointed are Frank Memoli, Cyrus L. Baxter, and Ray- 
mond Bosworth. The purpose of the committee is to 
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g ete TE gs HA xm 
The office of D. L. Millham, General Electric Vice President and General Manager 
of The Lamp Division at Nela Park. 


Need we say more! 


Another typical 
example of our 
complete interior 
design and 
decorating service. 


INCORPORATED 


| INTERIOR DECORATIONS 
a Shaker Square 
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Precast Slabs Save 25% 
On Floor and Roof Cost 


This Columbus motel reported Flexicore floor and roof 
construction cost 25% less than poured construction, 
Precast unit also eliminated ceiling plaster, because 
painting finished their smooth underside as attractive, 
guestroom ceilings. Cores of standard, hollowcast slabs 
served as hot air ducts and utility raceways to further 
reduce job costs. 


| Long Spans Increase Floor Space 


Fire-resistant Flexicore slabs give you long, clear spans | 
and uninterrupted floor space. Units are precast to load 
specifications in inch variations of length up to 22'6” 
or 26˙8“ depending on cross-section. For full infor- 
mation, write any of the three Ohio manufacturers 


listed below. 


ARROWCRETE CORPORATION 
816 McKinley Ave., Columbus 
Fletcher 3859 


PRICE BROTHERS COMPANY 
1932 Е, Monument Ауе., Dayton 
Hemlock 7861 


TRI-STATE FLEXICORE CO, 
3533 Cardiff Ave., Cincinnati 
Redwood 9705 


Catalog in Sweet's Architectural 


| flexicore 


PRECAST CONCRETE 
FLOOR & ROOF SYSTEMS 


analyze overly restrictive and outmoded conditions im- 
posed on architects by city and community codes in 
this area, and to recommend periodic revisions where 
advisable. As chairman Memoli states: “The committee 
feels that the public interest can be best protected, not 
by stringent codes, but by giving architects of this 
community their proper share of responsibility for good 
construction and design”. Members have been urged to 
submit their code complaints and recommendations to 
the committee, which in turn will assemble and screen 
them for subsequent chapter action. 


Participating In Civic and Public Affairs 


Conscientious participation by local architects in civic 
and public affairs is evidenced by the fact that Henry A. 
Bettman and Ernest Pickering are serving on the City 
Planning Commission, Nelson Felsberg is president of 
the Zoning Board of Appeals, and Bernard Pepinsky is 
active on the Board of Building Standards and Appeals. 
In addition, architect George Marshall Martin has been 
a member of the Ohio State Board of Building Stand- 
ards for several years. These men are corporate mem- 
bers of the Cincinnati Chapter, АТА. 


Carl A. Strauss AIA 


Carl A. Strauss, AIA, has been appointed a member 
of the soliciting committee for the Cincinnati Fine Arts 
Fund. This fund is used to financially assist the cultural 
programs undertaken by the Cincinnati Symphony Or- 
chestra, Summer Opera Association, Cincinnati Art 
Museum and the Taft Museum. 


John W. Becker Discusses Public Relations 


John W. Becker, chairman, Public Relations Commit- 
tee, discussed ways and means of member participation 
in this phase of chapter activity at the May 18 meeting, 
held at the University of Cincinnati, when AIA members 
and wives were guests of Dean Ernest Pickering and the 
Applied Arts College. Additional highlights of this 
joint meeting were the awarding of the AIA medal and 
other special honors to deserving architectural students, 
and the presentation of cash prizes to winners in the 
annual chapter competition. (Editor's Note: Names of 
honor students and award winners were not available 
at press time.) 


The competition was given this year in memory of the 
late Richard H. Elliston, esteemed corporate member 
and graduate of the Applied Arts College. 


Plans Laid For P. C. Caravan 


The Cincinnati Chapter, AIA, has taken an active 
interest in publicizing the Producers’ Council Caravan 
of Building Products to be on display in the Cincinnati 
area on May 28. As now planned by the joint commit- 
tees, the afternoon session and displays will be open to 
the public until 5 p.m. Evening dinner and viewing of 
the table-top exhibits will be a closed meeting for Pro- 
ducer Council and AIA Chapter members. 


Cooperating with Theodore Irving Coe, national tech- 
nical secretary of the Council and Robert H. Anning, 
local president, the chapter committee consists of Е. С. 
Landberg, program chairman, Cyrus L. Baxter, and 
Frederic H. Kock, chapter president. 


Promotional and publicity plans for the local Pro- 
ducers’ Council are being handled by Robert L. Up- 
church and Richard D. Idler, vice president and 
secretary. 


The Caravan is a movable exhibit exhibiting some 50 
or 60 materials as manufactured by 44 members of the 
national Producers’ Council, stressing new products and 
methods, and providing architects with information of 
practical and technical value. 


Left to right: Robert L. Upchurch, Richard D. Idler. Standing 
left to right: Cyrus L. Baxter, Frederic Н. Kock, Е. С. Landberg. 
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PRECAST CONCRETE JOISTS 


@ PERMANENT 
@ FIREPROOF 


Unbelievable economy can be realized for 
fireproof rigid construction of floors and 
roofs by use of this system. All forming 
is eliminated Makes flush ceilings. 


Write or Call for Information on these Products 


MASOLITE DIVISION 
GENERAL DREDGING CO., INC. 


2200 La Fontain St. 
Fort Wayne, Indiana 


YOU KNOW 
YOU'RE RIGHT 
WHEN YOU 
SPECIFY 
HANNA PAINT 


THERE IS A HANNA PAINT 


FOR EVERY SURFACE 


It makes no difference what it is to be painted or the 
condition, there is a Hanna Paint for the particular job. 
Hanna Paint 66 years of experience, constant research and 
five manufacturing plants assure dependable service for 


your profession. 


Write to — 
THE 
HANNA PAINT 
MANUFACTURING CO. 


Columbus, 
Ohio 


Factories— 
Columbus, Pittsburgh, 
Birmingham, Dallas. 


An Extra Selling Point.... 
CONCEALED TELEPHONE WIRING 
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® Concealed telephone wiring is an 
important item that adds a big selling 
feature to new homes. It’s a thoughtful 
addition to home planning that marks 
the work of an up-to-date architect 
or builder. 


Our Architects’ and Builders’ Service 
will be glad to help you plan tele- 
phone outlets and concealed wiring in 
new homes and business structures. 
Call our Business Office and ask for 
this free service. 


THE OHIO BELL TELEPHONE COMPANY 


Columbus Chapter 


David A. Pierce AlA 
4501 North High Street 


April Chapter Meeting: 

The Columbus Chapter meeting held April 15, 1954 
at the Grandview Inn was sponsored by the Columbus 
Builders Supply Co. Bob Kern, Executive Vice Presi- 
dent, acted as host and he had two lovely hostesses, Tina 
Glidewell and Loretta Jaffe. The chapter had its 
business meeting and then a film from the Lloyd А. Fry 
Roofing Company on the manufacture of roofing. This 
movie was worth while. Door prizes were passed out 
as the pictures indicate and refreshments were served. 
We had eighty-four members present (our total member- 
ship is one hundred and twenty-five. ) 


TT тр тета 
5 $ > 1 
| cas 1] 


Dan Sims won Grand Prise. A Burr Portable Barbecue set com- 
iplete with utensils and chefs hat. Being congratulated by our 
two delightful hostesses Tina Gildwell and Loretta Jaffe 


Columbus Home Show: 


The annual Home Show is sponsored by the Columbus 
Builders Exchange. The attendance this year was the 
largest ever, approximately 85,000 according to Mr. 
James Е. Humphreys, Chairman of the Home Show. 
Mr. John A. Kight was manager this year and has been 
Manager of the Home Show for 22 years and has con- 
inued to improve it each year. The Show was held in 
he new Merchants and Manufacturers Building on the 
hio State Fair Grounds. This building is a Butler Pre- 
fab with Maretta concrete insulated wall panels for ex- 
егіог walls. 500’ x 150’ (3-50’ Bays) built by Geo. 
heaf & Co. There were 175 exhibitors in 300 booth 
spaces. Gadget sellers and hucksters were not permitted 
space this year. The excellent lighting and wide aisle 
space gave the show a pleasant atmosphere, and we be- 
ieve it helped contribute to the success of the show. 


John Schooley AIA President, Columbus Chapter, with trick 
cigar and our two lovely hostesses 


Architects’ Exhibit 

The Architects had a small exhibit with the Theme 
“It depends on your viewpoint” where they tried to get 
people to think. “Is your picture window designed for 
you or your neighbor?” (See cartoon) “The economy size 
house may be good of itself; but does it fit YOUR 
needs?”, etc. This is a start in the right direction but 
we have a long way to go with this program. 


It depends on 
your viewpoint: 
She picture window 


Will the picture be for YOU 2 
or for the neighbors ? 
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When you think of 
FIRESAFE BUILDING MATERIALS 


Think of 
“CLEVELAND BUILDERS” 
FIRST 


READY-MIXED CONCRETE ® GLASS BLOCK 


ECONOMICAL 


GLAZED UNITS е CERAMIC UNITS 


DURABLOX WATER PROOFING 


наочна F&A FLOOR SYSTEM 


ROOF SYSTEM өе BRICK » TILE © FIREPROOF @ LONG SPAN 
PREFABRICATED ALL-STEEL BUILDINGS The exposed soffit of this precast system pre- 


sents an interesting acoustical ceiling—Easily 
modified for contact or suspended ceilings. 
Provides clear spans up to 30 feet. 


Headquarters for Firesafe Building Material 


Over 50,000 square feet used in Clay 
High School, Toledo. 


NATIONAL CEMENT PRODUCTS СО. 
2930 WAYNE STREET TOLEDO, OHIO 


ELIMINATE CONTROL VALVES FOR 
INLET SUPPLY FITTINGS IN 


SWIMMING POOLS 


CLEVELAND 


(and nearby Mich., Ind., Pa., & W. Va. points) 


THE VERMICULITE 
TO SPECIFY IS... 


worlite 


BALANCEZE 
INLETS SERIES No. 0730-8 


Now you can eliminate many or all supply valves when you design 
swimming pools by specifying Josam Series 0730-B Balanceze Sup 
ply Fitting. You save time and money in installation and prevent 
valve failure which may disrupt the operation of the pool 

3 has cast iron body with white metal dif- 


The Josam Series 0730-1 

egral face plate. It includes an integral valve 
operated by a screwdriver stem through the diffuser grille at the 
pool wall. Due to this exclusive design, the supply to the pool can 
be balanced at all fittings while the diffuser grille aids in mixing 
fresh water with that already in the pool. 


Josam Swimming Pool Fittings Include 


Inlets, Outlets, Drains, Grates, Grilles, Supplies for Recirculating 
or Water Level Deck pools. 


Write for Manual SP-4 on Swimming Pool Fittings. 


Josam MANUFACTURING CO. 


Michigan City, Indiana 


WYO-LITE VERMICULITE PLASTER AGGREGATE 
WYO-LITE VERMICULITE CONCRETE AGGREGATE 
WYO-LITE VERMICULITE LOOSE-FILL INSULATION 


WYO-LITE INSULATING PRODUCTS 


WYODAK CHEMICAL DIVISION 
4600 East 71st St.. Cleveland 5, Ohio - Phone VUlcan 3-8200 
— ———— — — mS 


District Representatives 
EDWARD Н. GARDNER 
1302 Ontario St РК. 1-2676 Cleveland 13, Ohio 
JOSEPH H. BEGLEN 
304 East 4th St. CH. 2506 Cincinnati 2, Ohio 
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Booths 


Booths where associations and distributors tried to 
contribute to the knowledge of the public were as 
follows: The Columbus Concrete Block Association, 
Bureau of Lathing and Plastering—Columbus, Ohio, 
The Architectural Hardware Co., Pittsburgh Plate Glass 
Co. and The Hayward Co, The Columbus Builders 
Supply Co. had Laura Zeigler design and make a ceramic 
piece of a water nymph on a fish for a fountain for their 
booth. This was an exciting piece and it caused a lot 
of favorable comment. (sorry no picture to this writing). 
The Concrete Block Association had a section of wall 
showing the results of their research. The Howard S. 
Sterner Co. prominently displayed plans by local Regis- 
tered Architects (also AIA members) which showed 
proper detailing and use of their materials and they 
constantly recommended that the public use the Archi- 
tect to get good design and good planning. 


Toledo Chapter 


Harold С. Munger 
531 Nicholas Building + 


y 


At the writing of this report, the annual May meet- 
ing of the Toledo Chapter has not yet occurred. This 
meeting is the big business meeting of the year. It is 
scheduled for Tuesday, May 11th, 8:00 P. M., Toledo 
Edison Club Rooms. The purpose of the meeting is for 
the election of officers as well as appointing delegates 
to the National Convention in Boston. There will also 
be reports from Committee Chairmen on the progress 
of their committees in this past year. The following 
Chairmen will report on their committees: 
| Horace Coy, Legislative Committee; 
| Michael В. O'Shea, Building Code 
| Byron Е. Killinger, Membership Committee 


Harold Н, Munger, Architectural Practice 

Horace W. Wachter, Educational Committee 

Carl C. Britsch, State. License Registration & Violations 

Committee 
Horace W. Wachter, Program & Entertainment Committee 
Harold С. Munger, Public Relations 
The Nominating Committee, consisting of Herman 

F. Feldstein, Chairman, John P. Macelwane and John 
N. Richards, will make their recommendations for new 
officers. In the June report of this magazine, your 
writer will announce the names of those elected. This 
year's officers have done an excellent job and I think 
their names should be again mentioned. 


Our Present Officers 

President, Karl H. Becker 

Vice-President, Horace W. Wachter 

Secretary, Harry L. Smith 

Treasurer, Byron Е. Killinger 
Thirty days after the election of officers, in accordance 
with the By- Laws of the Toledo Chapter, a new Execu- 
tive Committee must be formed. This year s committee 
has been most active. Karl Becker, Horace Wachter, 
Byron Killinger, Harry Smith, Horace Coy and Herman 
Feldstein made up this committee. 


Zonolite Luncheon 

Thursday, May 20, 1954, at the Secor Hotel, under 
the auspices of the Toledo Chapter, American Institute 
of Architects, the Zonolite Company is giving a luncheon 
from noon until 2:00 P.M. on Zonolite. They are show- 
ing a new colored movie titled “The Light Weight 
Champion” which depicts this company’s latest tech- 
niques in the use of their products. 

Carl С. Britsch reports in connection with the Vio- 
lations Committee’s action, that the Toledo Chapter is 
carrying on an active campaign on violations of regis- 
tration and that very definite results are soon to be in 
evidence. 


Byron F. Killinger Teacher 

Byron F. Killinger has just completed his first stint 
at teaching. For the past three months, once a week, 
he has been holding a two hour class on “theory and 
use in the design of steel and concrete structures.” It 
has been well attended and anyone interested could 
have attended this class. There was no charge for the 
instructions but the “ grape- vine” has it that the boys are 
going to do something nice for Mr. Killinger. 

John P. Macelwane attended the April 19th “Build- 
ing Code Meeting” in Columbus at Governor Lausche’s 
office. This meeting was in connection with the joint 
Architects and Engineers Committee, The State Board 
of Building Standards and the Department of Industrial 
Relations. Mr. Macelwane said after the meeting that 
the committee is hopeful that the Ohio Building Code 
will be modernized by appropriate action within the 
existing State agencies. 


Golf Party Date Changed 
Some juggling is in order to rearrange the date of 
June 15th for the Annual Golf Party. It happens that 
this meeting occurs during the same time set for the 


National Convention, The new tentative date is Tues- 
day, June 22, 1954. 
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Architects are now specifying the new 
“RICHLAND SAND MOLD” 


Producers and 
Distributors 
of 
Top Quality Brick 
for over 
Thirty-five years 


THE RICHLAND SHALE BRICK CO. 
MANSFIELD, OHIO 


BECKER- 
SEIDEL- 
CLARK, 
INC. 


HEATING 

PLUMBING 

AND POWER 

PIPING CONTRACTORS 


UTah 1-3456 


3625 Prospect Ave. Cleveland, Ohio 


DURABLE 
BEAUTIFUL 
ECONOMICAL 


THE OHIO CLAY COMPANY 
р. 0. Box 1776, Cleveland 5, Ohio • BRoadway 1.5511 


Crawford Doors... 


RESIDENTIAL, INDUSTRIAL 
and 
COMMERCIAL GARAGE 


Radio Control 
and Industrial Operators 
Installation ° Sales ° Service 


The Crawford Door 

Sales Co. of Ohio 

2066 E. 70, Cleveland 3 
EXpress 1-7000 


York-Shipley Oil-Gas-Fired 


EQUIPMENT for INDUSTRY 


STEAM-PAK GENERATORS Low and 
high pressure, automatic, 15 to 500 
h.p., for No. 2, 5, 6 oil, and gas. 
YORK-SHIPLEY INDUSTRIAL BURN- 
ERS Direct and belt-drive, 45 to 500 
boiler h.p., байна, to automatic con- 


trol, for No. 2, 5, 6 oil, and gas. 
Allied OIL (O., INC. 
Standard Bldg. PR 1-3400 Cleveland 13 


ELEVATORS 
ELECTRIC PASSENGER AND FREIGHT . 


Oil Hydraulic Elevators 
Ash Hoists and Dumbwaiters 


Serving Ohio Architects since 
1920— 


Some of our equipment is 
probably installed in your City 


The CAPITAL ELEVATOR & MFG. C0. 
ADams 2437-3636 
W. Town & Lucas Streets Columbus, Ohio 


Painting for Architects 
COMMERCIAL 


RESIDENTIAL 


We Have Served 
ARCHITECTS — George Burrows 
Leon М. Worley 
George S. Voinovich 


Perhaps we can serve you 


р. J. SACK - Раг ro 1-5446 


807 EAST 157th ST. CLEVELAND 
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THE EDWARD R. HART CO. 


CANTON, OHIO 


CANTON’S DEPENDABLE BUILT-UP 
ROOFERS & INSULATION CONTRACTORS 


+ 


437 McGregor Ave., N.W. Phone 68181 


Dayton Chapter 


Craighead Cowden AIA 
310 Keith Building 


Architect Cowden gives us this month, (in place of 
his interesting Dayton Chapter News), that article on 
Architect Harry I. Schenck, FAIA Dayton, who has 
been raised to Fellowship. You will find this on page 18. 


* * * 


Eastern Ohio Chapter 


Richard N. Zuber AlA 
255 East State Street, Alliance 


April Meeting Held in pittsburgh 


The April meeting of the Eastern Ohio Chapter of the 
AIA was held in the Auditorium of the Alcoa Bldg., 
Pittsburgh, Pa. Our host was the Aluminum Com- 

any of America, ably represented by Darrell Albrecht 
and Richard Davis. 


The following brief summary of our enjoyable Satur- 
day outing cannot possibly do it justice. Those who 
could not attend really missed it! Chartered coach on 
train leaving Akron, Kent, Warren, with breakfast in 
Youngstown. Upon arrival in Pittsburgh, by cab to 
Wm. Penn Hotel for a delicious luncheon as guests of 
Alcoa. 


We were pleased to have a good turnout of students 
from Kent State University. 


Pictures taken, then a meeting of the Eastern Ohio 
Chapter, followed by a movie of the building construc- 
tion with interesting commentary and explanation by 
one of the Alcoa representatives. 


Eighty Present 


The eighty there present divided into small groups 
for a guided tour of the building. The Architects lin- 
gered long in the beautiful penthouse suite with its 
paneled walls, marble fireplaces, rich carpeting and 
elaborate terraces. The Architects showed appreciation 


of the simplicity and excellence of the contemporary 
design. This day will be a pleasant memory and inspira- 
tion to our members and the wives. 


Committee Reports: 

The nominating committee submitted a slate of of- 
ficers for our June meeting in New Philadelphia. 

Boyd Huff gave a report on Board of Building Stand- 
ards meeting. E. W. Dykes submitted a written report 
on the publications committee meeting. Walter Damon 
reported on Building Code Committee. 

We are pleased to welcome into the chapter as As- 
sociate Members: Ralph A. Goodenberger, Earl Warren 
Neff. 

There is on file application for Corporate Member- 
ship for Kenneth Frasher Wiley, proposed by Burt 
Stevens and John F. Suppes. 


Boston Convention Delegates: 

The delegates to Boston Convention chosen by the 
Executive Committee were read as follows: 

Frank Smith, Sr., Richard Zuber, Joseph Morbito, 
Burt Stevens, Richard Lawrence. 


Business Meeting: 
The June meeting of the Architects of E.O.C. will be 
held in New Philadelphia with the election of officers. 


Charles Marr gets new honors: 

Mr. and Mrs. Charles Marr of New Philadelphia were 
recently made grandparents of a new son, Bruce Marr 
Lacy, who is the first child of Charlie’s daughter and 
son-in-law, the David Lacy’s of New Philadelphia. 

It is with regret that the Chapter notes the passing of Robert J. 
Keich, 1811 Estarbrook Ave., N.W., Warren, O. on May 9, 1954. 

Mr. Keich was the Senior member in the firm of Keich, O’Brien, 
& Steiner. He started practicing Architecture in 1916 in Warren. 

Among his outstanding work was: 

Union Savings & Trust Bldg., Warren Post Office, Y.M.C.A., 
Y.W.C.A., Harding High School and Turner Junior High School. 

Mr. Keich is survived by one son, Ronald, who resides in 
Warren. 


+ + ~ 


(Continued from page 22) 
Canton Home Show 


The Bathroom 
the den. A corridor wall showed various kinds of pre- 
finished plywood. The bathroom walls and ceiling 
were of light blue marsh tile and planks, with pink 
plumbing fixtures. Flooring in the kitchen was Rob- 
bins Vinyl Tile while other areas featured prefinished 
Bruce flooring, linoleum, and Sparta Ceramic Tile. 


Contemporary Furniture 
Contemporary furniture and lighting fixtures were 
chosen to complete the house. A plastic covered patio 
complete with outdoor furniture, a brick planting box 
and a Jaguar sports car in the carport extended the 

realistic appearance outside the house.” 


(Editors Note—We are indebted to Merrill С. Wolfe, General Man- 
ager, Canton Floors Inc. for this interesting article.) 
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DISTINCTIVE 
LIGHTING FIXTURES 


60 years serving architects 


Most beautiful lighting 
fixture display in Ohio. 


Engineering and Designing Service 


Enterprise Electric Co. 


EN 1-4220 
6511 Euclid Ave. —- Cleveland 


FACE BRICK 


CERAMIC GLAZED BRICK and TILE 
STRUCTURAL FACING TILE 
FLOOR BRICK TERRA COTTA 
GLASS BLOCK 


ALUMINUM VENTILATORS and RIBBON SASH 


THE KEMPER BRICK CO. 


Lincoln Bldg. PRospect 1-2897 Cleveland, О. 


Specify... 


Building Plumbing 
Drainage Products 


For the Finest in Quality and 

Engineering Design 

© ZURN SYSTEM — For Wall Type Fixture 

installations 

@ DRAINS — Roof, Floor 

@ INTERCEPTORS — А!! Types 

@ CLEANOUTS — Supremo, All Types 

Ф HYDRANTS — Sanitary, Frost Proof 

© SWIMMING POOL EQUIPMENT 
Represented in Ohio by 


HAROLD BERGMAN CO. 
2443 Prospect Ave. ® Cleveland 15, Ohio 


JAMES B. RISHEL CO. 
627 Salem Avenue е Dayton 6, Ohio 
3810 West Street ® Cincinnati 27, Ohio 
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Stage Curtains 


К — 
> АТС эйе. 
Sac ANSON, „ыссы 


INDUSTRIES 


Stage Curtains Contour Curtains 


Cyclorama Counterweight Sets 
Window Drapes Ball-bearing Front Curtain Track 
Asbestos Curtains Curved Rollaway Cyclorama Track 


Spotlights—Border Lights—Dimmers 
Stage Engineering Service and Specifications cheerfully provided 


THE JANSON INDUSTRIES 
2602 Harrison Ave., N. W. Canton, Ohio 


The WILLIAMS 
PIVOT SASH Co. 
Is Now Fifty Years Old 


During all these years it has equipped 
thousands of buildings with WILLIAMS 
REVERSIBLE WIDOW FIXTURES, enabling 
the windows to be cleaned economically 
and safely — all cleaning done from the 
inside at floor level. 


1827 Е. 37th ST. CLEVELAND 14, OHIO 


HOTSTREAM GAS WATER HEATERS 


Automatic • Underfired . Insulated 
<— Residential Types 


A size and style for every home 
—cottage, bungalow, ranch house, 
medium 2-story or mansion. Table- 
1 top, 30 gallon, or round models 
from 20 to 80 gallon capacities. 
| Types for kitchen, utility room or 
basement. 


FREE COMPLETE Ё 
CATALOG ON 
REQUEST 


Large Volume Heaters —> F 
Mr. “BIG” of the Hotstream line— E ~ 
for heavy duty, with high input. Ё 

For restaurants, apartments, ho- & 
tels and industrial plants. Also 
used for hot water space heating. 
Four sizes . . with inputs from 


90,000 to 230,000 Btu. 


THE HOTSTREAM HEATER CO. 
2363 East 69th St. Cleveland 4 


Manufacturers of a complete line of water heaters and 
Draft-O-Stats. 


It Was Said 


Ed Stapleford 


Stuart Н. Stapleford 
Hollywood, Florida 


Recent Changes 

Mr. Stuart Н. Stapleford has joined 
the staff of Marietta Concrete Corp., 
Hollywood, Fla., manufacturers of 
precast concrete product slabs and 
wall panels. He was formerly with 
Howard S. Sterner, Columbus, manu- 
facturers representatives of central 
Ohio of known building products. Mr. 
Stapleford’s тапу architect friends 
wish him the very best in his new 
position. g 


Cleveland Architect Designs 

Architect Ray H. 
Kleine, Latimer & Lesko designed 
the 
shown by the Builders Exchange, 
Cleveland. This in Westlake. See it 
this month the Barber 
Colman Overdoors — garage doors. 
They blend into the architecture of 


Latimer of 


model home currently being 


and notice 


the house. 


Mr. James B. Leibrock has joined 
the staff of the Cleveland Home 
Builders Association. He was former- 
ly industrial relations supervisor of 
Thompson Products of Cleveland. Mr. 
Leibrock will work with membership 
and labor statistics. 


Draftsmen, Let Us Know You— 

Architectural draftsmen, let us 
know who you are and where you 
are. We will see to it that you re- 
ceive a copy of the OHIO ARCHI- 


TECT each month. 


75th Anniversary 

Is a long, long time to be contin- 
uously in business. We congratulate 
The Adams Loos Boiler Works Co, of 
Toledo. They are the distributors in 
Toledo and northwestern Ohio for 
the Modernfold Door. 


Churches Spend More On 
Education Units 

Protestant churches are spending 
nearly 50% of their new construction 
dollars for education units, according 
to a poll by CHURCH MANAGE- 
MENT of 250 churches which are 
erecting sanctuary and education 
units in the 1953-54 building season. 

According to Dr. William H. Leach, 
fditorial Director of CHURCH 
MANAGEMENT, up to post war 
years it was customary for churches 
to spend seventy-five to eighty per- 
cent of their new church building 
budget for the sancturary with only 
a minor consideration being given to 
an adequate educational unit. 


Entertain Architects 
Collinwood Shale Brick & Supply Со., 
Cleveland, Herbert C. Moatz, Jr., Vice 
President, gave a most delightful din- 
ner party for Cleveland Architects last 
month at Cleveland’s University Club. 
Herb hopes all learned more about 
Owens-Illinois glass block for which 


he is Cleveland апа northeastern 
Ohio distributor. 

James К. Plott 

Canton 


Mr. James R. Platt succeeded Mr. 
Neighbor as Regional Director of the 
Structural Clay Products Institute. 
Мг. Platt came to Cleveland from 
their New England Region. 

Both are located in Canton. 


“He who foresees calamities, suffers 
them twice over.” — Porteous 


Jack R. Neighbor 
Canton 


Promotions 


Мг. Jack С. Neighbor assumed the 
position of Executive Director of the 
Facing Tile Institute which includes 
in its membership manufacturers 
from the entire U. S. His office is 
in Canton, O. 


Business Outlook— 

A quotable quote from the Hous- 
ing Letter of International Statistics 
Bureau's Housing Institute: “We are 
definitely approaching the bottom of 
the current business decline. Re— 
covery is in the air.” 

According to Dodge Reports, pub- 
lished by F. W. Dodge Corp., con- 
struction contract awards in March 
for future construction were the high- 
est in Dodge’s 63 year history. 

A recent disclosure showed that 
$9,603,891,000 were spent on build- 
ing construction during 1953, the sec- 
ond highest in history. The most 
spent was in 1950, $10,480,350,000. 
Most of the money during 1953 was 
spent on residential construction 
$5,023,225,000. Alterations апа те- 
pairs accounted for $1,250,197,000. 
The remainder went for nonresiden- 
tial building. 


Architects like Ohio Architect 

From Rollin Rosser, AIA Dayton 
architect, comes a request for addi- 
tional copies of April issue contain- 
ing work from his office—The Park- 
moor Drive-in restaurant. 
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ee 
NIAGARA 


FURNACE 
that does a BIG job 
where space is limited 


One of a large family of Niagara gas, oil 
and coal furnaces, the gas-fired Model 
10-50, shown here, occupies only 16”x23” 
floor space. Thousands are doing yeoman 
service installed in “clothes closet” space 


together with a water heater. 


NIAGARA FURNACE DIVISION 
THE FOREST CITY FOUNDRIES COMPANY 
2500 WEST 27 ST. + CLEVELAND 13, OHIO 


PARKING IN REAR "=== 


Solid Brass Audinona 
ANDIRONS 
FIRE TOOLS 


KEENEY CURTAIN SCREENS 
GAS BURNING WOOD FIRES | 
LOG BOXES 
FENDERS 
FIREBASKETS 
FIREDOGS 
GARDEN FURNITURE 


Custom Made Screens 
To Fit Any Size Fireplace 


D. М. KEENEY СО. 
8416 Carnegie Ave., CE 1-0164 


“Everything for the fireplace since 1914” 
PARKING IN REAR 
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Precast Concrete Slabs 


NEWLIN С. J. 
Barcol-Overdoors 
Garage Doors 


Third Cover 


OHIO BELL TELEPHO 


OHIO CLAY 34 
Brick 

PORTLAND CEMENT 4 
RHEEM HOT WATER HEATERS 10 
RICHLAND BRICK 34 
SACK а 34 
Painter 

WADSWORTH MILLWORK .... 3 26 
Casement Windows 

WHITE рые = 38 
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WILLIAMS PIVOT SASH — 36 
WYO-LITE ә > 32 
Vermiculite 

WURZ Back Cover 


Architectural Porcelain Enamel 


Two-story or Ranch-Type — 


exclusively for members 


© SERVICE 
© INTEGRITY 
PROTECTION 


are assured to you at all times 
when you enroll in the Accident 
and Sickness plan of income pro- 
tection underwritten by Contin- 
ental Casualty Company and 
Approved and Endorsed for 


members by the 


ARCHITECTS SOCIETY 
of 0H0 


For full information about our 
plan, phone or write to the Ad- 
ministrator, 


Mr. Samuel White 80 1-1540 


810 The Arcade 
Cleveland 14, Ohio 


contemporary architecture 
expresses itself BEST in 


کے 
GEISTONE‏ 
у‏ — 


GEIST COAL & SUPPLY СО. 


3540 W. 73rd ST. e CLEVELAND 2, OHIO 
Phone WOodbine 1-7500 


= yes = 
ULTRA MODERN 
LIVING 


In a home designed by an architect, with a 
BARCOL OVERDOOR, the beautiful garage door 


designed to blend with the architecture of the 
home. 


But MORE! Specify the door be equipped with 
BARCOL patented radio control. Thus equipped, 
the car is driven to the entrance of the garage and 
with the push of a button (inside the car) the door 
is lifted lights are lit in the garage or elsewhere. 


As the average person builds but once they can 
desire and have a home COMPLETELY ULTRA 
MODERN. With conveniences both in and out. 


Designed by 
Architects Kleine-Latimer-Lesko 


SEE THIS HOUSE NOW either at 


Corner Canterbury and Westwood Road, 
Westlake, O. (just south of Center Ridge Rd.) 


designed by architects Kleine, Latimer and Lesko. 


or see it at 
16189 Northvale Blvd., Forest Hills 


To actually see the door in operation is to be 
convinced. May we suggest you bring a client. 


These homes shown in conjunction with the 
Cleveland Builder's Exchange dea Home” demon- 
stration. Dates May 23 through June 6. 


G. J. Newlin Co. 


3815 Brookpark Rd. 


SH. 9-1750 


Exclusive Distributor Northern Obio 


Bort 


QVERdoors 


BARBER 
COLMAN 


PORCELAI 
A MATERIAL О 


WORDEN ROAD SCHOOL 


WICKLIFFE, CUYAHOGA COUNTY, OHIO 
OUTCALT : GUENTHER & ASSOCIATES, ARCHITECTS 


NOW UNDER CONSTRUCTION 
PHOTO—JANUARY, 1954 


SR UII 


Е. 
ТЇГЇ 


aanne 


WORDEN ROAD SCHOOL 


CORNICE DETAIL 
Scale: 3“=1'-0” 


Ea 


N ENAMEL 


F MANY USES 


DURABILITY 
REASONABLE COST 
LOW MAINTENANCE 
PERMANENT COLOR 
FULL COLOR PALETTE 


IN EASTERN OHIO 
THE R. L. WURZ COMPANY 


1836 EUCLID AVENUE 
CHerry 1-7830 
CLEVELAND 15, OHIO 


IN WESTERN OHIO AND INDIANA 


ARCHITECTURAL PORCELAIN, INC. 


432 DOMINION BUILDING 
Phone 41791 
LIMA, OHIO 


IN INDIANA 
PORCELAIN BUILDERS CO. 


INDIANAPOLIS, INDIANA 


PORCELAIN ENAMEL PRODUCTS 
AS MANUFACTURED FOR US BY 
DAVIDSON ENAMEL PRODUCTS, INC., LIMA, OHIO 


